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Sewage  Traps. 


(This  Invention  received  Provisional  Protection  only.) 

PROVISIONAL  SPECIFICATION  left  by  John  Court  at  the  Office 

of  the  Commissioners  of  Patents,  with  his  Petition,  on  the 
5th  May  1868. 

I,  John  Court,  of  Sheerness,  in  the  County  of  Kent,  do  hereby 
5  declare  the  nature  of  the  said  Invention  for  “  Improvements  in  Traps 

or  Apparatus  for  Receiving  Sewage  Matters  and  Separating  the  Solid 

» 

from  the  Liquid  Portion  thereof,’ 5  to  be  as  follows  : — 

My  Invention  is  particularly  intended  for  sea  coast  and  other  low-lying 
towns  and  places,  and  the  object  is  to  receive  all  kinds  of  sewage  matters, 
10  to  intercept  the  solid  portion  so  that  it  may  be  removed  from  time  to 
time,  to  prevent  return  of  the  sewage  through  the  trap,  and  to  carry  off 
all  evolved  gases. 

The  sewage  enters  a  chamber  or  receiver  supported  on  lugs  or  trun¬ 
nions  at  its  upper  part,  while  its  lower  part  forms  a  portion  of  a  circle 
15  gtruck  from  the  lugs  or  trunnions  as  a  centre.  The  back  part  of 
the  chamber  or  receiver  is  formed  with  perforations,  preferably  per¬ 
pendicular,  to  allow  the  liquid  to  pass  out  of  it,  while  the  straw,  sand, 
and  other  solid  matters  are  arrested  by  a  bridge  or  check  below  the  level 
°f  the  perforations.  The  liquid  after  leaving  the  chamber  passes  through 
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a  flap  valveT^ti^ce  through  pipes  or  outlets  to  the  sea  or  river. 
Should  the  liquid  be  carried  hack  by  the  rise  of  the  tide  or  otherwise  the 
valve  closes  and  prevents  the  liquid  re-entering  the  trap.  Tliechamher 
before  mentioned  is  placed  in  an  outer  box  on  the  sides  B 

trunnions  or  lugs  rest ;  one  halt  ol  tne  top  sunaue  u±  . 

the  opening  in  the  top  of  the  box  through  which  the  chamber  is  intro- 
duced ;  another  portion  of  the  top  of  the  box  is  permanently  covered 
while  I  third  portion  is  closed  by  an  air-tight  lid  which  may  be  removed 
when  required  to  get  at  the  flap  valve  which  is  fitted  m  the  box.  When 
it  is  required  to  take  out  and  empty  the  chamber  it  is  tilted  or  raised  on  10 
its  lugs  and  then  lifted  out.  The  box  may  have  house  dram  pipes  and 
a  stench  pipe  or  shaft  attached  thereto  at  convement  parts,  the  stench 
pipe  being  provided  with  a  valve  if  desired,  and  in  some  cases  I  fit  an 
additional  grating  in  the  outer  box  beyond  the  flap  valve. 
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